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MINISTRY OF COMMERCE 

CORRIGENDUM 

New Delhi, the 1st March, 1997 

Sub ject : Anti-dumping investigation concerning imports of Dead Burnt Magnesite (DBM) originating in or 
exported from China, 

No* 7/2/94/ADD :—The Designated Authority, having regard to the Customs Tariff Apt, 1975 as amended in 
1995 and the Customs Tariff (Identification, Assessment and Collection of Anti-Dumping Duty on dumped articles and 
for Determination of Injury) Rules, 1995, hereby makes the following corrections in the final findings notified vide notification 
No. 7/2/94/ADD dated 13th November, 1996, namely :— 

In para 38, instead of "China Metal Imports and Exports Corpn., China" read as "China Metallurgical Import and 
Export Corprr, China." 

5IBCil / V7 DIPAK CHATTER JEE, Designated Authority 
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